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SPECIFICATION 


NOMINAL 


Input sensitivity 
PHONO 1 . . 
PHONO 2 . . 
TUNER . . . 

AUX. 

MIC. 

TAPE MON. 
MAIN IN. . . 


2.3mV 

2.3mV 

170mV 

170mV 

2.3mV 

200mV 

lOOOmV 


LIMIT 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 



Signal to noise ratio 


PHONO 1. 65dB 

PHONO 2. 65dB 

TUNER . 87dB 

AUX. 87dB 

TAPE MON. 87dB 

MAIN IN . 95dB 

MIC. 65dB 


60dB 

60dB 

80dB 

80dB 

80dB 

85dB 

60dB 


Continuous power output (T.H.D 1%) 

2CH DRIVEN (8 ohm) 20Hz~20KHZ. 54Wx2 

2CH DRIVEN (4 ohm) 20HZ-20KHZ . 63Wx2 

2CH DRIVEN (8 ohm) 1 KHZ . 55Wx2 

2CH DRIVEN (4 ohm) 1 KHZ . 70Wx2 


49Wx2 

57Wx2 

50Wx2 

64Wx2 



Harmonic distortion 

2CH DRIVEN (1W) at 4 ohm.less than 0.2% 


Power bandwith 

2CH DRIVEN 8 ohm (T.H.D 1%) . 10HZ-30KHZ.20HZ-20KHZ 


Frequency response 

PHONO (RIAA EQUALIZATION) .30HZ-15KHZ ±2dB 

TAPE MON.20HZ~25KHZ ±2dB 


Output level 

TAPE OUT. 

TAPE OUT (DIN) 
PRE OUT. 


150mV 

30mV 

130mV 


±2dB 

±2dB 

±2dB 
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NOMINAL 


LIMIT 


Overload level 

(at 1KHZ T.H.D 0.5%) 


PHONO 1. 150mV 

PHONO 2. 150mV 

TUNER . 900mV 

AUX. 900mV 

MAIN INPUT . 1300mV 


±2dB 

±2dB 

±2dB 

±2dB 

±2dB 


Tone control 

BASS (at 70HZ) CUT. -12dB 

BOOST. +12dB 

TREBLE (at 10KHZ) 

CUT. -10dB 

BOOST. +10dB 

Loudness control 70HZ . +10dB 

(Volume position-30dB) 10HZ . + 5dB 

Low filter 70HZ. — 8dB 

High filter 10KHZ . - 7dB 

Audio muting . -20dB 

Muting delay time . 3 sec . . 

Residual hum & noise (4 ohm) . 0.6mV 

Idling current . 20mA . 

Mid point voltage . OmV . 

Protect circuit movement point 

Rated load. DC±2.8V 

No load . DC±2.1V 


±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2dB 

±2 sec 

1.5mV 

±10mA 

±30mV 

±0.3V 

±0.3V 











































EXTERNAL VIEW 

FRONT PANEL 



1. POWER SWITCH 

2. HEADPHONE JACK 

3. BASS CONTROL 

4. TREBLE CONTROL 

5. LOUDNESS SWITCH 

6. BALANCE CONTROL 

7. MIXING LEVEL CONTROL 

8. MIC. JACK 

REAR PANEL 


9. SELECTOR SWITCH 

10. DUBBING SWITCH 

11. MONITOR SWITCH 

12. VOLUME CONTROL 

13. MUTING SWITCH 

14. MONO SWITCH 

15. HIGH FILTER SWITCH 

16. LOW FILTER SWITCH 

17. SPEAKERS SWITCH 



1. TAPE 2 IN/OUT TERMINALS 

2. TAPE REC/PB DIN SOCKET 

3. TAPE 1 IN/OUT TERMINALS 

4. PRIMARY NO FUSE BREAKER 

5. AC OUTLETS (Switched) 

6. AC OUTLET (Unswitched) 


AC CORD 

VOLT CHANGE SOCKET 
SPEAKER TERMINALS 
PRE OUT/MAIN IN TERMINALS 
INPUT TERMINALS 
PHONO GND TERMINAL 
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INTERNAL VIEW 



TOP VIEW 

1. EQ. AMP PCB ASSEMBLY 

2. SLECTOR SWITCH 

3. DUBBING SWITCH 

4. TAPE MINITOR SWITCH 

5. VOLUME CONTROL 

6. FILTER AMP PCB ASSEMBLY 

7. SPEAKERS SWITCH 

8. ELECTROLYTIC CAPACITOR (Ci) 

9. POWER TRANSFORMER (Tj) 

10. MAIN AMP PCB ASSEMBLY 


BOTTON VIEW 

1. TONE AMP PCB ASSEMBLY 

2. MIC. AMP PCB ASSEMBLY 

3. MIC. JACK 

4. HEATSINK 

5. CIRCUIT BREAKER 

6. POWER TRANSFORMER 

7. RECT. DIODE (D x ) 

8. ELECTROLYTIC CAPACITOR 

9. POWER SWITCH 

10. HEAD PHONE JACK 


PARTIAL DISASSEMBLY 

CABINET REMOVAL 



PHOTO - 1 PHOTO - 2 

a. Stand the cabinet up and remove screws (1—4) as shown in Photo 1. 

b. Return the cabinet to its original position and pull forward and then lift up to remove it (Photo 2). 



iimttUHifmifMiiiuiiHn 


g Jm 


V' 


N A 



BOTTOM PLATE REMOVAL 

Turn the cabinet and remove screws (1—8) as shown in 
Photo-3. 


PHOTO-3 
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FRONT PANEL REMOVAL 





PHOTO-4 


PHOTO - 5 


Remove screws (1—2) and nuts (1—2) as shown in 
Photo 4—5. 


EQ-AMP PCB ASSY REMOVAL 


FILTER AMP PCB ASSY REMOVAL 



PHOTO - 6 

Remove screws (1—3) as shown in Photo 6 and pull 
forward to remove it. 


PHOTO - 7 

Remove screws (1—2) as shown in Photo 7 and pull 
forward to remove it. 



TONE AMP PCB ASSY REMOVAL 

Remove screws (1—2) as shown in Photo 8 and pull 
forward to remove it. 
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PHOTO - 8 


MIC AMP PCB ASSY REMOVAL 



PHOTO - 9 

MAIN AMP PCB ASSY REMOVAL 



PHOTO - 10 


Remove screws (1-4) as shown in Photo 10 then lift 
the circuit board up to remove it. 


ELECTROLYTIC CAPACITOR REMOVAL 



PHOTO - 12 


Remove screws (1-3) as shown in Photo 9 and pull 
forward to remove it. 


POWER TRANSFORMER REMOVAL 



PHOTO - 11 

Remove screws (1-4) as shown in Photo 11 then lift 
the transformer up to remove it. 

POWER SWITCH REMOVAL 



PHOTO - 13 


Remove screws (1—3) as shown in Photo 12. 


Remove screws (1-2) as shown in Photo 13 and pull 
forward to remove it. 

















MEASUREMENT AND ADJUSTMENT 


1. Adjustment of Idling Current 

With the volume control in minimum position (no signal), connect a high sensitivity DC voltmeter across the 
resistor R749 (or R751) on the MAIN AMP PCB ASSY BOARD, then adjust the semi-fixed resistor R729 for 
20mA ±10mA. Similarly, adjust the semi-fixed resistor R730 for 20mA ±10mA across the resistor R750 (or 
R752). 

2. Adjustment Center Voltage 

Connect the voltmeter between the ground (chassis) and TP-1 and adjust the semi-fixed resistor R709 (Left 
channel) for a reading of OV ±30mV is obtained between the ground (Chassis) and TP-2. 

Note: For adjusting point, refer to Fig. 1. 


Fig. 1 



R751 


TP-1 


R749 


R750 


TP-2 


R752 


R730 


R710 


Relay 


MAIN AMP PCB ASSEMBLY 
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MAIN AMP PCB ASSEMBLY 


C709 


D715 





























































EQ AMP PCB ASSEMBLY 






























OVERALL DIAGRAM TRM-750 
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PARTIAL CHANGES MADE ACCORDING DESTINATION 





POWER SW M.FUSE 


220V POSITION 240V POSITION 



VOLT CHANGE PLUG/SOCKET 
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Parts No. 

Description 

Symbol (Note) 

Parts No. 

Description 

Symbol (Note) 


FINAL ASSEMBLY 


4500150 

AC OUTLET SOCKET 





4900690 

CIRCUIT BREAKER 



CARTON BOX 


NW-2S3.15A 


9824930 

9840610 


4450460 


STYROL PAD 

SPEAKER TERMINAL 



4530490 

VOLT CHANGE SOCKET 


9640550 

POLY SACK 


VOLT CHANGE PLUG 


4530480 

9640320 

POLY SACK #13 


INPUT TERMINAL 

PHONE, AUX, 

4444010 

960159K 

OWNERS MANUAL 



TUNER, TAPE 

967003A 

WARRANTY CARD (N) 

ONLY FOR U.S.A 

4444020 

PR E-OUT/M A IN-IN 


9690040 

POLY CLOTH 



TERMINAL 


9690010 

SILICA GEL 


4581660 

PRE-OUT/MAIN-IN 
CONNECT PIN 


7851310 

KNOB 7GL-19D 

BALANCE, 





MIXING 

4440180 

PHONO SHORT PIN PLUG 


7851320 

KNOB 7GL-22D 

BASS, TREBLE 

4530220 

DIN CONNECTOR 5P 


7851340 

KNOB 7GL-30D 

SPEAKERS, 

7152050 

GND TERMINAL SHAFT 




SELECTOR 


MK-3 


7851370 

KNOB 7GL-44D 

VOLUME 

7152060 

GND TERMINAL NUT 
MK-2 


7851380 

KNOB 7GL-7.7LS 

LEVER SW 



7851390 

KNOB M8GL-3.3SQ 

PUSH, SW 

231103Z 

CERAMIC CAPACITOR 

0.01 MF CK45 YG 

O 

o 

00 

7883240 

VOLUME RING 60 




_ 

7883200 

FRONT PANEL 


MAIN AMP. ASSEMBLY 

7401000 

506001S 

BUTTON GUIDE 

POWER INDICATOR 

FOR PUSH SW 

513041S 

POWER TRANSISTOR 



2SD388 


7831130 

WOOD COVER 


513053S 

POWER TRANSISTOR 

Q? 1 9' Q? 2 0 

887416W 

SCREW (TFTS 40x16) 

FOR WOOD COVER 


2SB541 


893105W 

WASHER 50 

FOR WOOD COVER 

4510100 

POWER TRANSISTOR 
SOCKET 1 Ml 609 


7401010 

POLY FOOT 210x13 


515077S 

^7 0 5 ' ^7 0 6 

TRANSISTOR 2SC945 L 

CHASS ASSEMBLY 



7400730 

BUSHING (SB-500-6) 


MAIN AMP. PCB. ASSEMBLY 

1102510 

POWER TRANSFORMER 

(T-1-251) 

T, 

4630650 

MAIN AMP. PCB 





MAIN AMP. SECTION 


1102500 

POWER TRANSFORMER 

Tj ONLY FOR 

U.S.A 

510039S 

TRANSISTOR 2SB536 

^7 1 5 ' ^7 1 6 

213510Q 

ELECTLITIC CAPACITOR 

c, 

510038S 

TRANSISTOR 2SD381 

^7 1 3 ' ^7 1 4 


10000MF 50WV 


515078S 

TRANSISTOR 2SC1628(Y) 

^7 0 7 ' ^7 0 8 

560034S 

RECT, DIODE S5188 

D, 

514089S 

TRANSISTOR 2SA818 

^7 0 3 ' ^7 0 4 

362472B 

METAL OXIDE RESISTOR 

R 1 ' R 2 

515077S 

TRANSISTOR 2SC945(L) 



4.7Kohm 2W 




238103P 



514086S 

TRANSISTOR 2SA798 


CERAMIC CAPACITOR 





0.01 MF 500V 


560032S 

DIODE 1S1885 

D7 0 7 » D7 0 8 

315225K 

CARBON RESISTER 

r 5 only for 

501019S 

DIODE 1S2076 

^7 0 3 ' D704' ^7 0 5 


RC 1/2GF 

U.S.A 

502027S 

ZENER DIODE 

^706 

^70 1 ' ^702 





FRONT PLATE ASSEMBLY 


RD15E (B) 




1210690 

COIL ASSEMBLY 

R 757 , R 758 

4050990 

ROTARY SWITCH 

SR321N1-2-4 25KC 

S 9 (SPEAKERS) 

384479K 

CEMENT RESISTOR 

L 7 0 1 ' L 7 0 2 

R 7 4 9 , R 7 5 0 ' R 7 5 2 

4025220 

LEVER SWITCH SY02 TV-5 

S 10 (POWER) 


0.47 ohm 5W 

239472E 

CERAMIC CAPACITOR 

c 6 

362100B 

METAL OXIDE 

R 755' R 756 


0.0047MF 5KV DC 



10 ohm 2W 

239103Z 

CERAMIC CAPASITOR 

C 6 ONLY FOR 

4300400 

SEM,J FIXED 

R 7 2 9 ' R 7 3 0 


0.01MF DL125V AC 

U.S.A 


RESISTOR 500 ohm (B) 
KVSF10-7SNF 



BACK PLATE ASSEMBLY 

4300320 

SEMI FIXED 

R 7 0 9 ' R 7 1 0 





RESISTOR IK ohm (B) 

600506J 





KVSF10-7ANF 

POWER SUPPLY CORD 




7400690 

CORD STOPPER SR-4N-4 


4581440 

WIRE LAPPING PIN 
1SQ-16SN 


606002J 

POWER SUPPLY CORD 

ONLY FOR 

324688J 

CARBON RESISTOR 



(KP-2) 

U.S.A 


6.8 ohm 1/4W 

R 7 4 4 

7400620 

CORD STOPPER SR-3P-4 

ONLY FOR 

U.S.A 






r 


r 


r 


Parts No. 


324101J 
324151J 
324102J 
324182J 
324222J 
324272J 
324472J 
324103J 
324473J 
324224J 
324683J 
361221J 
211513L 
211520Q 
211230V 
211530V 
211032V 
222104K 
222224K 
232609D 
232220K 
232221K 


510041S 
511012S 
502026S 
502032S 
361101B 

361331B 

361681B 

324470J 

324101J 

324332J 

211325V 

211525V 


Description 


CARBON RESISTOR 
lOOohm 1/4W 

CARBON RESISTOR 
150ohm 1/4W 

CARBON RESISTOR 
IK ohm 1/4W 

CARBON RESISTOR 
1.8K ohm 1/4W 

CARBON RESISTOR 
2.2K ohm 1/4W 

CARBON RESISTOR 
2.7K ohm 1/4W 

CARBON RESISTOR 
4.7K ohm 1/4W 

CARBON RESISTOR 
10K ohm 1/4W 

CARBON RESISTOR 
47K ohm 1/4W 

CARBON RESISTOR 
220K ohm 1/4W 

CARBON RESISTOR 
68 Kohm 1/4W 

METAL OXIED RESISTOR 
220 ohm 1W 

ELECTROLYTIC CAPACITOR 
3.3MF 50WV-LC 

ELECTROLYTIC CAPACITOR 
10MF 50WV 

ELECTROLYTIC CAPACITOR 
100M F 16WV 

ELECTROLYTIC CAPACITOR 
100MF 50WV 

ELECTROLYTIC CAPACITOR 
220MF 6.3WV 

MYLAR CAPACITOR 
0.1 MF 50V (±10%) 

MYLAR CAPACITOR 
0.02MF 50V (±10%) 

CERAMIC CAPACITOR 
6 pF (±0.5pF) 50V 

CERAMIC CAPACITOR 
22pF (±10%) 50V 

CERAMIC CAPACITOR 
220pF (±10%) 50V 


Symbol (Note) 


^721 

^726 

^731 

^713 

^716 

^7 0 3 

R? i 9 

^707 

^712 

R? 1 7 

^723 

^701 

^705 

^737 

^740 

^7 0 3 ' 
^70 5 > 
^709 ' 
^70 7 ' 
C? 1 7 , 
C7 1 9 , 

C 7 21» 

^724 

^713' 

^715' 

^70 1' 
C7 1 2 


' ^754 

» ^7 2 2 ' ^7 2 5 < 
, R ? 3 2 

, R 7 1 4 , R71 S ' 

, R 7 2 7 ' ^728 
' ^704 

O 

' n 720 

' ^7 0 8 ' ^71 1 ' 
'^718 
' ^274 
' R 7 0 2 
' ^706 

'^7 3 8 ' ^7 3 9 ' 
^704 
^706 
^7 1 0 
^7 0 8 

C 7 1 8 

^720 

C7 2 2 ' C 7 2 3 ' 
C7 1 4 
^7 I 6 

^702^711, 


REGULATOR SECTION 


TRANSISTOR 2SB605 
TRANSISTOR 2SD571 
ZENER DIODE WZ-320 
ZENER DIODE RD-20E 

METAL OXIED RESISTOR 
100 ohm 1W 

METAL OXIED RESISTOR 
330 ohm 1W 

METAL OXIED RESISTOR 
680 ohm 1 W 

CARBON RESISTOR 
47 ohm 1/4W 

CARBON RESISTOR 
100 ohm 1/4W 

CARBON RESISTOR 
3.3K ohm 1/4W 

ELECTROLYTIC CAPACITOR 
47m F 25WV 

ELECTROLYTIC CAPACITOR 
47mF 50WV 


Q726 
U 7 2 S 

D71 7 

D 7 1 6 

R 7 7 4 
^7 7 0 
^7 7 8 
^7 7 3 ' 
^7 72 » 

R 7 7 1, 

^7 2 8 
^7 3 0 


r R 7 7 7 

' ^776 
R 7 7 5 

C7 2 9 ' C 7 3 2 
^7 3 1 


Parts No. 


Description 


Symbol (Note) 


PROTECTOR SECTION 


515077S 

514088S 

TRANSISTOR 2SC945 L 

TRANSISTOR 2SA750 

Q 7 0 9 » j 0 , Q 7 2 j 

U 7 2 2 

0 7 ! j , Q 7 j 2 » Q 7 2 3 

515076S 

TRANSISTOR 2SC1166 

U 7 2 4 

501019S 

DIODE 1S2076 

D 714 

560023S 

DIODE V06B 

^713' ^71 5 

500001G 

1700100 

DIODE IN60 

RELAY MY2-0-US 24UL 

D ? 0 9 , D ? j q , D 7 j j 
D 7 12 

4700030 

FUSE 5A 

F 7 0 1 ' F 7 0 2 

4700310 

FUSE 0.1 A 

^703 

4510090 

POWER INDICATOR SOCKET 


362561B 

METAL OXIED RESISTOR 

560 ohm 2W 

^76 1 

362152B 

METAL OXIED RESISTOR 

1.5K ohm 2W 

^769 

361473B 

METAL OXIED RESISTOR 

47K ohm 1W 

^762 

361222B 

METAL OXIED RESISTOR 

2.2K ohm 1W 

^7 6 8 

324100J 

CARBON RESISTOR 

10 ohm 1/4W 

^76 7 

324681J 

CARBON RESISTOR 

680 ohm 1/4W 

^73 3 ' Fl ? 3 4 , R 7 3 5 
^7 3 6 

324332J 

CARBON RESISTOR 

3.3K ohm 1/4W 

R74 5 - ^74 6 ' ^7 4 7 ' 
^748 

324103J 

CARBON RESISTOR 

10K ohm 1/4W 

R 7 6 6 

324273J 

CARBON RESISTOR 

27K ohm 1/4W 

R 7 6 5 

324683J 

CARBON RESISTOR 

68 K ohm 1/4W 

R 7 6 3 

324124J 

CARBON RESISTOR 

120K ohm 1/4W 

R 7 5 9 ' R 7 6 0 

324154J 

CARBON RESISTOR 

150K ohm 1/4W 

R 7 6 4 

211520Q 

ELECTROLYTIC CAPACITOR 
10mF 50wv 

C 7 2 7 

211330V 

ELECTROLYTIC CAPACITOR 
100mF 25WV 

^726 

215222N 

NON POLAR CAPACITOR 

22m F 100WV 

^725 

TONE AMP PCB ASSEMBLY 

518040S 

1C. TA-7136P 

IC fi n 1 , IC A n 7 

4320550 

VARIABLE RESISTOR 

100K ohm x 2 

R 6 2 5 • R 6 2 6 ' R 6 2 7 * 
R 6 2 8 

324221V 

RESISTOR RD 1/4U 

220 ohm 1/4W 

R 6 2 3 ' R 6 2 4 ' R 6 3 3 , 
R 6 3 4 

324102V 

RESISTOR RD 1/4U 

IK ohm 1/4W 

R 6 0 1 » R 6 0 2 ' R 6 1 9 ' 
R 6 2 0 

324122V 

RESISTOR RD 1/4U 

1.2K ohm 1/4W 

R 6 1 5 ' R 6 1 6 

324272V 

RESISTOR RD 1/4U 

2.7K ohm 1/4W 

R 6 1 1 ' R 6 1 2 

324332V 

RESISTOR RD 1/4U 

3.3K ohm 1/4W 

R 6 1 7 ' R 6 1 8 ' R 6 3 1 ' 
R 6 3 2 

324123V 

RESISTOR RD 1/4U 

12K ohm 1/4W 

R 6 0 9 ' R 6 1 o t R 6 j 3 , 
R 6 I 4 

324183V 

RESISTOR RD 1/4U 

18K ohm 1/4W 

R 6 2 1 ' R 6 2 2 

324823V 

RESISTOR RD 1/4U 

82K ohm 1/4W 

R 6 O 5 ' R 6 0 6 
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Parts No. 

Description 

Symbol (Note) 

Parts No. 

Description 

Symbol (Note) 

324224V 

RESISTOR RD 1/4U 

R 6 2 9 ' ^6 3 0 

324683V 

CARBON RESISTOR RD 1/4U 

R 5 21 • R 5 2 2 


220K ohm 1/4W 


68K ohm 1/4W 


324334V 

RESISTOR RD 1/4U 

R 6 0 3 ' R 6 o 4 

324104V 

CARBON RESISTOR RD 1/4U 

R 5 0 7 ' R S 0 8 ' R S 1 7 » 


330K ohm 1/4W 


100K ohm 1/4W 

R 5.8 

324474V 

RESISTOR RD 1/4U 

^6 0 7' ^608 

324224V 

CARBON RESISTOR RD 1/4U 

^5 0 5 < ^5 0 6 ' 2 3 ' 


470K ohm 1/4W 


220K ohm 1/4W 

R S 2 4 ' R 5 2 7 ' R S 2 8 

211513Q 

ELECTROLYTIC CAPACITOR 

^6 1 9 ' ^6 2 0 

324334V 

CARBON RESISTOR RD 1/4U 

^511' ^512 


3.3juF 50WV 


330K ohm 1/4W 


211220Q 

ELECTROLYTIC CAPACITOR 

^6 1 1 » C 6 i 2 i C 6 ! 7 , 

324472J 

CARBON RESISTOR RD 1/4S 

^5 3 3 ' R 5 3 4 ' R 5 3 5 ' 


10mF 16WV 

^6 1 8 


4.7K ohm 1/4W 

R 5 3 6 

211332V 

ELECTROLYTIC CAPACITOR 

C 6 2 5 ' C 6 2 6 

324103J 

CARBON RESISTOR RD 1/4S 

R 5 3 7 ' R 5 3 8 ' ^5 3 9 ' 


220juF 25WV 


10K ohm 1/4W 

R 540' R 551' R 552 

252405M 

SOLID TANTALUM 

^601'^602 

324273J 

CARBON RESISTOR RD 1/4S 

R 53 I' R S 3 2 


CAPACITOR 0.47mF 35V 


27 K ohm 1/4W 


222222K 

MYLAR CAPACITOR 

C 6 2 1 ' C 6 2 2 

324104J 

CARBON RESISTOR RD 1/4S 

R 5 4 1 ' R 542' R 543 ' 


0.0022juF (±10%) 


100K ohm 1/4W 

R 54 4 

222223K 

MYLAR CAPACITOR 


324334J 

CARBON RESISTOR RD 1/4S 

R 545 ' Rs46' R 547 ' 


0.022/uF (±10%) 

^6 2 4 


330K ohm 1/4W 

R 5 4 8 

222224K 

MYLAR CAPACITOR 


222212S 

MYLAR CAPACITOR 

C 5 1 1 f C 5 ! 2 


0.22pF (±10%) 



0.0027pF ±5% 


232809D 

CERAMIC CAPACITOR 

^6 0 7 ' ^6 08 

222103J 

MYLAR CAPACITOR 

C 5 0 9' ^5 1 0 


8pF ±0.5pF 


0.01 pF ±5% 


232220K 

CERAMIC CAPACITOR 

^605'^606 

232100K 

CERAMIC CAPACITOR 

C 5 0 5' C 5 0 6 


22pF ±10% 


10pF ±10% 


232330K 

CERAMIC CAPACITOR 

^6 03 '^604 '^6 09 < 

232470K 

CERAMIC CAPACITOR 

^503 ' ^5 0 4 ' ^51 7» 


33pF ±10% 

C 610 


47pF ±10% 

^518 

FILTER AMP PCB ASSEMBLY 

211505L 

ELECTROLYTIC CAPACITOR 
0.47pF 50WV (LC) 

^515'^S16 

4040670 

PUSH SWITCH 7FF1320 


21151OQ 

ELECTROLYTIC CAPACITOR 

^5 13' ^5 14 

324823V 

CARBON RESISTOR RD 1/4U 



1/iF 50WV 


82K ohm 1/4W 


211513Q 

ELECTROLYTIC CAPACITOR 

CsOl'^5 0 2 '^519' 

324394V 

CARBON RESISTOR RD 1/4U 

^801' ^802 


3.3juF 50WV 

^520 


390K ohm 1/4W 

211223Q 

ELECTROLYTIC CAPACITOR 

^507' ^508 

324105V 

CARBON RESISTOR RD 1/4U 

^8 03 ' ^8 0 4 


33juF 16WV 



1M ohm 1/4W 


MIC AMP PCB ASSEMBLY 

324332J 

CARBON RESISTOR RD 1/4U 

^8 2 3 ' ^8 2 4 




514088S 

TRANSISTOR 2SA750 

^9 0 1 


3.3K ohm 1/4W 

324104J 

CARBON RESISTOR RD 1/4U 

^821' ^822 

515077S 

TRANSISTOR 2SC945(L) 

^9 0 2 


100K ohm 1/4W 


4550150 

MIC. JACK 

222103K 

MYLAR CAPACITOR 

0.01 mF ±10 % 

^8 0 1 ' ^8 0 2 

4550140 

HEAD PHONE JACK 


222333K 

MYLAR CAPACITOR 

0.033/iF ±10% 

^803' ^8 04 

362331B 

4025240 

METAL OXIDE RESISTOR 

330 ohm 2W 

LOUDNESS SWITCH SX15-2 

R 3 , R 4 




S 5 


EQUALIZATION AMP PCB ASSEMBLY 

4310450 

VARIABLE RESISTOR 

R 9 0 2 (Mic. Level) 

518040S 

1C TA-7136P 

IC 5 o i / ICg 0 2 

4310470 

VARIABLE RESISTOR 

R 9 17 (Balance) 

511013S 

TRANSISTOR 2SC1400 

^50 1» ^50 2 

324820V 

CARBON RESISTOR RD 1/4U 

R 9 0 8 

4051020 

SELECTOR SWITCH 

SRA2-4-4 

s, 

324681V 

82 ohm 1/4W 

CARBON RESISTOR RD 1/4U 
680 ohm 1/4W 

R 9 11 

4025250 

MONITOR SWITCH SX153-2 

S 3 



4025260 

DUBBING SWITCH SX153-4 


324102V 

CARBON RESISTOR RD 1/4U 

R 9 0 1 

S 2 

IK ohm 1/4W 

4390110 

VARIABLE RESISTOR 

^5 53 ' ^554 

(Volume) 

324222V 

CARBON RESISTOR RD 1/4U 
2.2K ohm 1/4W 

R 9 0 3 

324471V 

CARBON RESISTOR RD 1/4U 

^S09'^510»^51S' 

324272V 

CARBON RESISTOR RD 1/4U 

R 9 1 0 


470 ohm 1/4W 

R 5.6 

2.7K ohm 1/4W 


324102V 

CARBON RESISTOR RD 1/4U 

^5 03 ' ^5 04 ' ^S19» 

324273V 

CARBON RESISTOR RD 1/4U 

R 9 0 7 


1 K ohm 1/4W 

^520 

27K ohm 1/4W 


324222V 

CARBON RESISTOR RD 1/4U 

^5 2 9 ' R 5 3 0 

324823V 

CARBON RESISTOR RD 1/4U 



2.2K ohm 1/4W 


82K ohm 1/4W 


324682V 

CARBON RESISTOR 

^5 2 5 ' R S 26 

324104V 

CARBON RESISTOR RD 1/4U 

R* 1 2 


6.8K ohm 1/4W 



100K ohm 1/4W 


324273V 

CARBON RESISTOR RD 1/4U 

R S 1 3 ' ^514 

324154V 

CARBON RESISTOR RD 1/4U 

R 9 0 9 


27K ohm 1/4W 


150K ohm 1/4W 

324563V 

CARBON RESISTOR RD 1/4U 
56K ohm 1/4W 

R 5 0 1 ' R 5 0 2 

324224V 

CARBON RESISTOR RD 1/4U 
220K ohm 1/4W 

R 9 0 5 




Parts No. 

Description 

Symbol (Note) 

Parts No. 

Description 

Symbol (Note) 

324123J 

CARBON RESISTOR RD 1/4U 
12K ohm 1/4W 

^915' ^916 




324153J 

CARBON RESISTOR RD 1/4R 
15K ohm 1/4W 

R9 13' R914 




324105J 

CARBON RESISTOR RD 1/4S 

1M ohm 1/4W 

R 9 1 9 , R 9 2 0 




2321 OIK 

CERAMIC CAPACITOR 
lOOpF ±10% 

^906 




23221 K 

CERAMIC CAPACITOR 

220pF ±10% 

C9 0 3 ' ^9 0 4 




223331V 

STYROL CAPACITOR 

330pF ±5% 

C 9 0 9 / C 91 0 




222152K 

MYLAR CAPACITOR 

0.001 5mF ±10% 

C 9 0 2 




222333K 

MYLAR CAPACITOR 

0.033mF ±10% 

C9 1 1 » C 9 ! 2 




211505Q 

ELECTROLYTIC CAPACITOR 
0.47juF 50WV 

C9 0 1 




211220Q 

ELECTROLYTIC CAPACITOR 
10/uF 16WV 

^9 0 5 




211225Q 

ELECTROLYTIC CAPACITOR 
47mF 16WV 

^9 0 7 




21151OQ 

ELECTROLYTIC CAPACITOR 
1/iF 50WV 

C9 0 8 






SEMICONDUCTOR SPECIFICATION 


TRANSISTOR COMPLEMENT 


★ Note Si - P ; Sillicon 

Si - EP ; Sillicon 

Si-D-J ; Sillicon 

Si - E ; Sillicon 

Si-T-D ; Sillicon 

Si-T-D-M; Sillicon 


Planar Transistor 
Eptaxial Planar Transistor 
Diffused Junction Transistor 
Eptaxial Transistor 
Triple Diffused Transistor 
Triple Duffued Mesa Transistor 



RECTIFIER, DIODE, ZENER-DIODE COMPLEMENT 

Maximum Ratings (T/\ = 25°C) I Electrical Characteristics (Typical value) Ta = 25°C 


Type 

Description 

Peak 

Inverse 

Voltage 

(V) 

Dissipation 

(mW) 

Out put 
Current 

(mA) 

Inverse 

Current 

(mA) 

Surge 

Current 

(A) 

Jenction 

Temperature 

(°C) 

Condition 


Condition 


Condition 


Manufactui 

S5188 

Si RECTIFIER 
BRIDGE 

200 


11A 

2mA 

250 

150 

IF=22A 

MAX 

V F =1.2V 





TOSHIBA 

WZ-320 

Si ZENER-DIODE 


500 


V r = 28V 
MAX. IpA 


175 

l F =5mA 

V Z =30.6V 

~-33.4V 

l Z =5mA 

Z Z= 

MAX son 



JRC 

RD-20E 

Si ZENER-DIODE 


400 


V R =15V 
MAX. 2juA 


175 

l z =10mA 

V Z =18.8V 

~21.2V 

l z =10mA 

Zz= 

MAX 55« 



NEC 

RD-15E 

Si ZENER-DIODE 


400 


V R =11V 
MAX. 2pA 


175 

l z =10mA 

V Z =13.8V 
~15.6V 

l Z =10mA 

Z Z = 

MAX 30S7 



NEC 

IS2076 

Si DIODE 

35 

250 

150 

1 

450mA 

175 

l F =10mA 

MAX 

V f =0.8V 

Vr= 1A 
f = 1MHz 

MAX 

Ca=3pF 

l F —I r 
= 10mA 

t rr 

=3.5ns 

HITACHI 

V06B 

Si DIODE 

100 


1.1A 


25A 

165 







HITACHI 

1N60 

Ge DIODE 

25 


50 


500mA 

70 

< 

T1 

< 

MIN 

1 F =4mA 





HITACHI 

1SI 885 

Si DIODE 

100 


1A 

0.4mA 

60A 

150 

l F =1.2A 

MAX 

V F =1.2V 





TOSHIBA 


INTEGRATED CIRCUIT COMPLEMENT 

Maximum Ratings Ta = 25°C Electrical Characteristics (Typical Value) Ta = 25°C 




Power Supply 

Power 

Operating 

Storage 

Gain 

Maximum 

Power 

Equivalent 


Type 

Class of Service 


Dissipation 

Temp Range 

Temp Range 


Output Voltage 

Consuption 

Input Noise 

Manufacture 

Vcc 

Pd 

Topt 

Tstg 




Voltage 






(V) 

(mwl 

(°C) 

(°C) 

(dB) 

(V) 

(mA) 

(mV) 


TA7136P 

Audio-Amplifier 

40 

400 

-25~+75 

-55~+125 

MIN.87 

MIN. 7.0 

MAX. 4.2 

MAX. 1.5 

TOSHIBA 


CONNECTION DIAGRAM SCHEMATIC DIAGRAM 

INDEX 



1 2 3 4 5 6 7 














MEMO 


NIKKO ELECTRIC CORP.OF AMERICA 

16270 RAYMER STREET VAN NUYS CALIF. 91406 U.S.A. 

218 SHERWOOD AVENUE FARMINGDALE NEW YORK 11735. U.S.A. 

NIKKO ELECTRIC MFG. CO., LTD. 

4-1. 3-CHOME, OKUSAWA SETAGAYA-KU, TOKYO, JAPAN 




965150E 77, I , 1,500 PRINTD IN JAPAN 







